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USE OF ALUMINUM FINS 
STILL GOVERNED BY L-126 


WASHINGTON, D. C.—Recent amendment 
to Order M(1) (i) permitting the use of 
aluminum fins for refrigeration coils permits 
only the substitution of aluminum where the 
use of non-ferrous metal is permitted by 
Order L-126, it was stated last week by F. B. 
Millham, Administrator of Order L-126. 

In actual practice this means that the use 
of aluminum fins is permitted in place of 
copper fins where the use of non-ferrous 
metals is permitted by L-126, Mr. Millham 
said. 

Schedule III of Order L-126 prohibits the 
use of any non-ferrous metals, including 
copper and aluminum, in the manufacture of 
refrigeration cooling coils except where used 
aboard ship and except for soldering and 
brazing metals and protective coatings. Cer- 
tain other exceptions are made where exist- 
ing contracts and specifications of the Army, 
Navy, and Maritime Commission require the 
use of copper. 


CANADIAN MANUFACTURERS 
FORM NEW ASSOCIATION 


TORONTO, Ont.—Canadian manufacturers 
of refrigeration equipment have formed the 
Canadian Refrigeration Manufacturers Assn. 

Some 40 representatives of companies met 
recently at the King Edward Hotel here and 
approved the constitution and by-laws for 
the new organization as prepared by the 
group’s Refrigeration Advisory Committee 
under the chairmanship of D. Robertson of 
Universal Cooler Corp. 

Purpose of the organization is chiefly to 
insure the refrigeration industry’s receiving 
proper recognition from the government when 
matters of importance to the industry are 
discussed, explained Mr. Robertson. 


$170,000 PLEDGED BY ICE 
INDUSTRY FOR PUBLICITY 


CHICAGO—With $170,000 already pledged 
and more expected, the National Association 
of Ice Industries is preparing to launch a 
public relations and advertising program, it 
was announced at the group’s recent annual 
convention here. 

A new corporation, known as National Ice 
Public Relations, Inc., will be established 
separately from the parent organization, but 
will have the same officers, it was revealed. 

Based on an assessment of two cents a 
ton for all classes of ice sold during 1942, a 
total of slightly less than half a million dollars 
may be raised for the first year of the pro- 
gram, it was said. 

The program will concentrate on selling ice 
and ice service rather than equipment, ac- 
cording to reports. 


Refrigerators by 


Next September, 
OCR Head Says 


NEW YORK CITY—More civilian 
goods will be produced, but not as 
soon and not in as great quantities 
as civilians wish. 

That’s the gist of talks by Arthur 
D. Whiteside, chief of the Office of 
Civilian Requirements and Henry A. 
Dinegar, director of WPB’s durable 
goods and products division, which is 
echoed in an announcement by J. A. 
Krug, chairman of the WPB require- 
ments committee. 

Carbon steel, according to Mr. 
Krug, remains the controlling factor 
in war and home front production, 
although sufficient quantities of alloy 
steel, aluminum, and copper to in- 
sure completion of all essential pro- 
grams will be on hand, he stated. 


Some electric refrigerators are 
scheduled to reach the market next 
September under present OCR plans, 
Mr. Whiteside told a recent meeting 
of the Commerce and Industry As- 
sociation of New York, while 2,000,- 
000 electric irons will be produced 
within the next six months. The 
irons, which are to sell at $3 and $5, 
will have to be sold on some sort of 
priority system, he declared, inas- 
much as the production is only a 
third of normal demand. 

A supplementary allocation of 
135,000 tons of steel, making a total 


(Concluded on Page 4, Column 2) 


S-W to Drop Range, 
Refrigerator Lines 


CHICAGO—Stewart-Warner Corp. 
will not manufacture electric re- 
frigerators or electric ranges follow- 
ing the war, according to notices 
said to have been received by their 
distributors and dealers. 


According to reports in the trade, 
Stewart-Warner will continue to 
manufacture radios, and it was also 
indicated that other types of house- 
hold equipment may be manufactured. 

Stewart-Warner branched out from 
its primary manufacturing line of 
automotive accessories to enter the 
household mechanical refrigerator 
field about 10 years ago. 


Logan Elected 
Chairman of 


War Council 


ASRE President Succeeds 
Wyllie: Harry Alter 


Is Vice Chairman 


PITTSBURGH—The National Re- 
frigeration War Council meeting here 
Nov. 18 elected Charles Logan, presi- 
dent of the American Society of Re- 
frigerating Engineers, as chairman of 
the Council, succeeding John Wyllie, 
Jr., who resigned, and made further 
moves to advance the work of the 
National Refrigeration Service Man- 
power Committee. 


In opening the meeting Mr. Wyllie 
Gescribed the progress which has 
been made in connection with the 
service manpower problem, and the 
plans that have been made by the 
War Manpower Commission and W. 
R. Kromer, Director of Training for 
the National Refrigeration Service 
Manpower Committee and Consul- 
tant to the War Manpower Com- 
mission. 

Mr. Wyllie then advised the meet- 
ing that because of circumstances 
beyond his control in connection with 
his own business and its relation with 
the war effort, he would find it neces- 
sary to offer his resignation as chair- 
man of the Council, and requested 
that a new chairman be elected. 

The group voiced the feeling ‘that 
they believed the original intent was 
for Mr. Wyllie to be the chairman 
“for the duration,” but he reiterated 
his desire to resign so Mr. Logan 
was elected as the new chairman 
and Harry Alter, president of the 
National Refrigeration Supply Job- 
bers Association was elected vice 
chairman. R. Kennedy Hanson, execu- 
tive secretary of the Refrigeration 
Equipment Manufacturers Associa- 
tion and of the Standard Refrigera- 
tion Compressor Association, was 
appointed secretary for the next six 
months, after which time another 
secretary will be appointed by the 
Council to carry on the work for the 
next six months’ period. 

Mr. Logan, upon assuming the 
office of chairman, appointed a com- 


(Concluded on Page 4, Column 4) 


This is the bulletin issue of the News. More details on the news 
stories plus special features in next week’s full size issue. 
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6441 Plymouth Avenue, Saint Louis, Ma, U.S.A. 
COMMERCIAL 

REFRIGERATION UNITS 

FOR PROTECTION OF 

VITAL FOOD SUPPLIES 


A b See Your Par Jobber 


LYNCH MANUFACTURING CoRP. 


DEFIANCE, OHIO, U.S.A. 


REFRIGERATION ENGINEERING Inc. 


LOS ANGELES - CALIFORNIA 


AUTOMATIC 


Pressure, Temperature 
and Flow Controls 
GENERAL CONTROLS 


801 ALLEN AVENUE ¢ GLENDALE 1, CALIF. 


Branches: Boston » New York - Philadelphia - Cleveland 
Detroit» Chicago « Dallas - Denver « San Francisco 


Write for 
Catalog 
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P PRODUCTS ~ 


os eas : aes: : Lancaster, Pa. 
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WOLVERINE 


REFRIGERATION TUBE 


iM 
" Sore* 

WOLVERINE TUBE DIVISION 
OF CALUMET AND HECLA 
CONSOLIDATED COPPER COMPANY 
e Detroit, Michigan 


1418 Central Ave. 


| ~ REACH-IN 
REFRIGERATORS 


; . Model E — R105 
é ~ Satin Finish White Enamel « All Wood 
Width 851%" « Height incl. legs 734%4" * Over- 


; all depth 35” « Complete with ¥% H.P. 
i) Compressor. 


YOU NEED NO PRIORITY 


to buy them, only to sell them. 


HUSSMANN-LIGONIER CO. 


HUSSMANN BLDG. e ST. LOUIS, MO. 


Use of Group 2 & 3 Refrigerants 


DETROIT—Provisions of Conser- 
vation Order M-28 (“Freon-12”), as 
amended by the War Production 
Board on Nov. 12, permit the delivery 
of “Freon-12” for use in refrigera- 
tion systems (except as prohibited 
by List A of the order) where Group 
2 and Group 3 refrigerants may not 
be used under the American Stand- 
ard Safety Code for Mechanical Re- 
frigeration. 

This code classifies refrigerants 
into three groups. Group 2 consists 
of the following: Ammonia (NHs3), 
dichloroethylene (C2H2Cle), ethyl 
chloride (CeHs5Cl), methyl  chlor- 
ide (CH3Cl), methyl formate 
(HCOOCH3), and sulphur dixoide 
(SOg). 


INSTITUTIONAL OCCUPANCIES 


Group 8 refrigerants are: Butane 
(C4Hyo), ethane (CoH¢), isobutane 
( (CH3)3CH), and propane (C3Hs). 

Group 3 refrigerants may not be 
used, according to the code, in 
“Institutional” occupancies (see ac- 
companying definitions). 

Under the Institutional occupancy 
classification the code makes two 
rulings regarding Group 2 refrig- 
erants: 

“Group 2 refrigerants shall not be 
used except in Unit Systems con- 
taining not more than six (6) pounds 
of refrigerant when installed in 
kitchens, laboratories, or mortuaries, 
or except in systems containing not 
more than five hundred (500) pounds 
of refrigerant and having all re- 
frigerant containing parts installed 
in a Class T machinery room. 

“Group 2 refrigerants shall not be 
used in a system for air conditioning 
for human comfort, except in an 
Indirect Vented Closed Surface Sys- 


tem, or in a Double Indirect Vented | 


Open Spray System, or in an Indirect 
Absorptive Brine System.” 


PUBLIC ASSEMBLY 
OCCUPANCIES 


Group 3 refrigerants are likewise 
prohibited from use in “Public As- 
sembly Occupancies” (see  defini- 
tions), and use of Group 2 refrig- 
erants is prohibited as follows: 

“Group 2 refrigerants shall not be 
used except in Unit Systems con- 
taining not more than twelve (12) 
pounds of refrigerant, or except in 
systems containing not more than 
one thousand (1,000) pounds of re- 
frigerant and having all refrigerant 
containing parts installed in a Class 
T machinery room. 

“Group 2 refrigerants shall not be 
used in a system for air conditioning 
for human comfort, except in an 
Indirect Vented Closed Surface Sys- 
tem, or in a Double Indirect Vented 
Open Spray System, or in an In- 
direct Absorptive Brine System.” 

Use of Group 2 and Group 3 re- 
frigerants in “residential occupan- 
cies’ (see definitions) are limited by 
the code as follows: 


“No system containing more than 
six (6) pounds of a Group 2 refrig- 
erant shall be located in sleeping 
rooms, or spaces directly connected 
to sleeping rooms. 


TYPES OF SYSTEMS 


“No system containing a Group 2 
refrigerant shall be used for air con- 
ditioning for human comfort unless 
it is of the Indirect Vented Closed 
Surface, Double Indirect Vented Open 
Spray, Indirect Absorptive Brine, or 
primary circuit of a Double Refrig- 
erant type with all the refrigerant 
containing parts, excepting parts 
mounted outside the building, in- 
stalled in a machinery room used for 
no other purpose.” 

“Group 3 refrigerants shall not be 
used except in a Unit System con- 
taining not more than six (6) pounds 
of refrigerant.” 


Group 2 and Group 3 refrigerants 
are limited in “commercial occu- 
pancies” (see definitions) to the fol- 
lowing uses by the code: 


PRESSURE AND 
TEMPERATURE CONT 


Cun features equivalentto \ 
32 or more Special models 


are STANDARD in every M-H Polartron. 


MINNEAPOLIS-HONEYWELL REGULATOR CO. 
Refrigeration Controls and Control Systems 


6 


‘and similar occupancies. 


“A system containing more than 
twenty (20) pounds of a Group 2 
refrigerant shall not be used for air 
conditioning for human comfort un- 
less it is of the Indirect Vented 
Closed Surface, Double Indirect 
Vented Open Spray, Indirect Ab- 
sorptive Brine, or primary circuit of 
a Double Refrigerant type with all 
the refrigerant containing parts, ex- 
cepting parts mounted outside the 
building, installed in a machinery 
room used for no other purpose.” 

“Group 3 refrigerants shall not be 
used except in a Unit System con- 
taining not more than six (6) 
pounds of refrigerant.” 


Definitions 


Editor’s Note: The American Stand- 
ard Safety Code for Mechanical Re- 
frigeration defines the various terms 
mentioned in the accompanying article 
on Group 2 and Group 3 refrigerants 
as follows: 


Machinery Room—A room in which 
is permanently installed and operated 
a refrigerating system but not in- 
cluding evaporators located in a cold 
storage room, refrigerator box, air 
cooled space, or other enclosed space. 
Closets solely contained within and 
opening only into a room shall be 
considered a part of such room. 


Machinery Room, Class T—A room 
having machinery other than flame 
producing apparatus permanently in- 
stalled and operated and also having: 


a. Doors which are tight-fitting, fire- 
resisting, and self-closing. 


b. Walls which are vapor-tight and 
of approved fire resistive construction. 


ec. An exit door which opens directly 
to the outer air or through a vesti- 
bule-type exit equipped with self- 
closing, tight-fitting doors. 


d. Exterior openings which, if pres- 
ent, are not under any fire escape or 
any open stairway. 

e. All pipes piercing the interior 
walls or floor of such room, tightly 
sealed to the walls or floor through 
which they pass. 


f. Emergency remote controls lo- 
cated immediately outside to stop the 
action of the refrigerant compressor. 


g. Mechanical means for ventila- 
tion. 


h. Emergency remote controls for 
the mechanical means of ventilation 
located outside. 


Institutional occupancy shall apply 
to that portion of a building in which 
persons are harbored to receive 
medical, charitable, educational, or 
other care or treatment, or in which 
persons are held or detained by 
reason of public or civic duty, includ- 
ing among others, hospitals, asylums, 
sanitariums, police stations, jails, 
court houses with cells, and similar 
occupancies. 


Public Assembly occupancy shall 
apply to that portion of the premises 
in which persons congregate for civic, 
political, educational, religious, social, 
or recreational purposes; including 
among others, auditoriums, assembly 
rooms, armories, ball rooms, bath 
houses, broadcasting studios, colleges, 
court houses without cells, churches, 
dance halls, department stores, exhi- 


bition halls, fraternity halls, lodge 
rooms, mortuary chapels, museums, 
schools, libraries, passenger depots, 


subway stations, bus terminals, thea- 
ters, skating rinks, and similar oc- 
cupancies. 


Residential occupancy shall apply 
to that portion of a building in which 
sleeping accommodations are  pro- 
vided for more than two families, in- 
cluding among others, multiple story 
apartments, tenements, hotels, lodg- 
ing houses, dormitories, convents, 
studios, club houses, and _ similar 
occupancies. 


Commercial occupancy shall apply 
to that portion of a building used for 
the transaction of business; for the 
rendering of professional services; for 
the supplying of food, drink, or other 
bodily needs and comforts; for manu- 
facturing purposes or for the per- 
formance of work or labor except as 
included under “Industrial” occupan- 
cies, including among others, office 
buildings, professional buildings, mar- 
kets, restaurants, laboratories, bake 
shops, fur storage, loft buildings, 
stores other than department stores, 


Unit System is one which has been 
assembled and tested prior to its 
installation and which is_ installed 
without connecting any refrigerant 
containing parts. 


Indirect Vented Closed Surface 
System is one in which a liquid, such 
as brine or water, cooled by an evapo- 
rator located in a vented enclosure 
external to a cooling chamber, is cir- 
culated to and through such cooling 
chamber in pipes or other closed 
circuits. 


Double Indirect Vented Open Spray 
System is one in which a liquid, such 
as brine or water, cooled by an evapo- 
rator located in a vented enclosure, 


* is circulated through a closed circuit 


to a second enclosure where it cools 
another supply of a liquid, such as 
brine or water, and this liquid in turn 
is circulated to a cooling chamber and 
is sprayed therein. 


Indirect Absorptive Brine System 
is an Indirect Vented Open Spray 
System in which the brine will chemi- 
cally absorb the refrigerant in the 
system, and the chemical compound 
so formed in the solution will be 
stable at temperatures up to 100° F. 
The brine shall be of such quantity 
and concentration that it will absorb 
twice the total quantity of refrigerant 
in the system. An approved automatic 
device shall be provided for shutting 
down the system when the brine con- 
centration becomes such that the 
brine will absorb only one and one- 
half times the total quantity of re- 
frigerant in the system. 


Double Refrigerant System is one 
in which a refrigerant is used in the 
secondary circuit instead of brine or 
water. For the purpose of this Code, 
each circuit shall be considered as a 
separate Direct Refrigerating System. 


Frank Ross, Veteran of 
Stewart-Warner, Dies 


CHICAGO.—Frank A. Ross, senior 
vice president of Stewart-Warner 
Corp., died Nov. 17 here. He was 60 
years of age. 5 


In point 'of service he was the old- 
est executive with the corporation. 
He grew up with it, having been one 
of the nucleus around which the 
company was formed. His career as 
one of the outstanding engineers in 
the automotive and allied accessories 
field began in 1908 as a member of 
the Warner Instrument Co., Beloit, 
Wis., where he was an engineer. 


With the formation of the Stewart- 
Warner Speedometer Corp. in 1912, 
which was formed by the consolida- 
tion of the Stewart-Clark Co. and 
the Warner Instrument Co., Mr. Ross 
came to Chicago as experimental 
engineer. In rapid succession he be- 
came assistant superintendent and 
then superintendent and works man- 
ager of the new corporation. He was 
a protege of J. K. Stewart, one of 
the founders of the Stewart-Warner 
Corp. 


Buensod-Stacey Awarded 
Army-Navy “E’ 


NEW YORK CITY —The Army- 
Navy “E,” for outstanding achieve- 
ment in the production of heating, 
ventilating and air conditioning fa- 
cilities, was awarded to the em- 
ployes of Buensod-Stacey, Inc. acting 
as sub-contractors to James Stewart 
& Co., Inc. 

The award was made for the con- 
struction of the plant facilities of 
the Grumman Aircraft Engineering 
Corp., the builders of the famous 
Wild Cat and Hell Cat fighters and 
the Avenger torpedo plane. 


Star Added to ’E’ Flag 
Of Weatherhead Co. 


CLEVELAND —A star for con- 
tinued high production has been 
added to the Army-Navy “E” flag 
which Weatherhead Co. here won 
six months ago, announces A. J. 
Weatherhead, Jr., president. 
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new. Westinghouse evaporators a 
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EXPORT LINES WANTED 


Well known Puerto Rican Firm wi 
several years experience in both dd 
mestic and commercial refrigeratio 
sales and service, desires new dome 
tic refrigerators connection. Can ok 
tain a good share of the business j 
their territory with the right produ¢ 
and factory cooperation. Well financed 
Wish to make complete arrangement 
before end of War. All communica 
tions will be kept strictly confidentia 
Address Box 1490 
Air Conditioning & Refrigeration 
News, Detroit 2, Michigan. 


"DAY & NIGHT 
STORAGE TYPE TAN 


Compact “Day & Night” Stora 
Units, such as the Model CE- 
shown above, may be installed 4 
place ... on walls or ceilings - -: 
integral with condensing unit - - 
wherever cold water is required f 
drinking, jacket cooling, photograph 
processes, cooling welding tips, 
A modern Scuttlebutt for shipboa 
use. Supplied on storage capacit! 
from 6 to 100 gallons. 


Write For Latest Date 


NIGHT? COOLER DIVISION 
DAY & NIGHT MFG. C0. 


OVIA + CALIFORNIA — an 


ST.LOUIS 


Ch. 
B.H Spangler, 3331 MarketSt.- J.E.Parker, 228 2x45: 
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Changing Your Address? 


Please remember that wartime mail service is slow, warti™ 
help hard to get. So, if you.are changing your address, plea* 
allow three weeks for the change to be made in yo" 
NEWS’ subscription records. 
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CLASSIFIED 
ADVERTISING | 


RATES for “Positions Wanted,” 5¢ per 
word; minimum charge, $2.50. Three 
consecutive insertions, 12%¢ per word: 
minimum charge, $6.25. 

RATES for all other classifications, 10¢ 

r word, minimum charge, $5.00 per 
insertion. Three consecutive insertions. 
%¢ per word, minimum eharge, $12.50. 

ADVERTISEMENTS set in usual classi- 
fed style. Box addresses count as five 
words, Other addresses by actual word 
count. 


EQUIPMENT WANTED 


USED EQUIPMENT WANTED: Air con- 
ditioning and refrigeration systems and 
machinery including self-contained units, 
coils, high-sides, shell and tube coolers 
and controls. We will purchase entire sys- 
tems, especially interested in large sizes, 
poth reciprocating and centrifugal. EMFCO 
333 5th Ave., New York 16, N. Y. 


WANTED—3 inch, 4 inch, 5 inch double 
ammonia self-contained units. Give com- 
plete details as to make, age, condition, 
and price. MARYLAND REFRIGERA- 
TION CO., 706 N. Howard St., Baltimore, 
Md. 


EQUIPMENT FOR SALE 


100—FRIGIDAIRE Model “‘K” 14-hp. units, 
$82.50; 100—Frigidaire Model A233E \%- 
hp. units, $42.50. All units in running con- 
dition, with A.C. 60 cycle motors. F.O.B. 
New York. Write for our surplus list. 25% 
deposit must accompany all orders. 
EDISON COOLING CORP., Dept. R., 310 
E. 149th St., New York 51, N. Y. 


BOTTLE COOLERS — Ice refrigerated. 
Three-case capacity. Modern streamlined 
design. All steel, heavily insulated, 
equipped with four casters, bottle opener 
and cap receptacle. Can also be used for 
cooling other products. $19.00 net each, 
fo.b. Philadelphia. Brand New. No pri- 
ority required. Write today! GENERAL! 
REFRIGERATOR CO., 855 North Broad 
Street, Philadeiphia, Pa. 

MILK COOLERS equipped with General 
Electric Condensing Units. Various sizes. 
New, guaranteed equipment. Sold _ to 
dealers without priority. Orders taken for 
immediate and spring delivery. RAMSEY 
BROTHERS CoO., 727 Bolivar Rd., Cleve- 
land 15, Ohio. 


POSITIONS AVAILABLE 


ALL AROUND DRAFTSMAN. Should be 
familiar with cabinet type refrigeration. 
Calculate heat loads. Layout heat transfer 
surface. Estimate costs. New York Metro- 
politan area. Good postwar possibilities. 
Write fully stating qualifications, age, 
salary expected, draft status. Availability 
statement required. Box 1487, Air Con- 
ditioning & Refrigeration News. 

BEST OPPORTUNITY in all America 
both during and after the war. San Diego, 
California offers you everything worth 
living for. We need good service men. Will 
pay top wages, time and a half and double 
time for over 44 hours plus liberal com- 
missions. WRIGHT REFRIGERATION 
SERVICE, 1337 India St., San Diego 1, 
Calif. 


COMMERCIAL REFRIGERATION manu- 
facturer has opening for man familiar 
with inspection, cycling tests, charging, 
etc. Experience and ability to handle men 
considered. Permanent position, city in 
Great Lakes area. Mention draft status. 
Box 1489, Air Conditioning & Refrigera- 
tion News. 


BUSINESS OPPORTUNITIES 


TO REFRIGERATOR MANUFACTURERS 
—A leading speciality organization in 
Great Britain, controlling large sales and 
service staffs, wishes to make arrange- 
ments now for sole selling rights of first 
class American refrigerators after war. 
Every facility for manufacturing under 
license or assembly. Box 9663, ARM- 
STRONG-WARDEN, LTD., 69 New Ox- 
ford St., London W. C. 1, England. 
LARGEST COMMERCIAL refrigeration 
and restaurant supply house in Los 
Angeles interested in contacting lines 
allied to our business for West Coast post- 
war distribution. Established since 1920 in 
Los Angeles. ELSTER’S, 115 S. Los Ange- 
les St., Los Angeles 12, Calif. 


FOOD 


MUST BE 
CONSERVED 


Refrigeration today is performing a vital 
service by guarding and preserving for 
future use, priceless food which might other- 
wise be wasted. Write for literature. 


GENERAL REFRIGERATION DIVISION 


Yates- 
American 
Machine Co. 
Beloit, Wis. 


Servicing commercial 
refrigeration equipment 
is vitally important 
NOW. You can de- 
pend on Penn Controls. 


PENN ELECTRIC SWITCH CO. 
GOSHEN, IND. 


Full- Year Allotments 
Started by WPB 


Q. We understand that the War 
Production Board has decided to 
issue allotments for a full year to 
many applicants. Has this practice 
actually started and is there any way 
an applicant can determine in ad- 
vance whether he is eligible for a 
full year’s allocations? 


A. Yes. Allocations for a full year 
are being mailed out now by the War 
Production Board through their vari- 
ous industry divisions. You will re- 
member that it was announced that 
approximately 85% of all the ap- 
plicants were receiving only 15% of 
the material and that a great deal 
of paper work could be saved by 
making these full-year allocations. 
This has now become actual practice. 
The “cut-off point” that determines 
whether or not an application comes 
within the full-year group is based 
on the quantity of material to be 
allocated. 


The WPB has stated that the 
tentative “cut-off points” are as fol- 
lows: Alloy steel, 40 tons; copper 
base alloy sheet and strip 8,000 
pounds; copper base alloy rod, bar 
and wire, 10,000 pounds; copper base 
alloy tubing and pipe, 5,000 pounds; 
brass mill unalloyed copper products, 
10,000 pounds; wire mill copper 
products, 15,000 pounds; copper and 
copper base alloy foundry products, 
30,000 pounds; aluminum in all 
shapes, 7,000 pounds. 


If you are one who receives a full 
year allotment, any interim requests 
you must file for additional material 
will be filed with your nearest field 
office. Any new applications regard- 
less of the quantities involved will 
continue to be forwarded to Wash- 


ington. 


Refuse Delivery If It 
Violates Order L-219 


Q. Limitation Order L-219 restricts 
the size of any inventory which a 
merchant may carry. Is there any 
provision or interpretation of that 
order which gives relief from these 
inventory restrictions where there is 
in existence a commitment to buy 
goods which, if delivered, would 
cause a merchant’s inventory to ex- 
ceed the permitted limits. 


A. The War Production Board has 
recently considered an almost iden- 
tical question and in answering it, 
have said that, a merchant must 
refuse a delivery which would cause 
his inventory to exceed the limits of 
L-219 regardless of any such com- 
mitments. Whether in refusing such 
a delivery a merchant is protected 
against liability for breach of his 
purchase contract is a question on 
which the WPB has refused to rule 
and has said that this problem must 
be left to be decided by the courts in 
each individual case. On this point, 
however, there is an interesting pro- 
vision in Priorities Regulation No. 1 
which reads as follows: 


“No person shall be held liable for 
damages or penalties for any default 
under any contract or order which 
shall result directly or indirectly 
from compliance with any rule, regu- 
lation, or order of the War Produc- 
tion Board notwithstanding that any 
such rule, regulation, or order shall 
thereafter be declared by judicial or 
other competent authority to be in- 
valid.” 

This is a far-reaching statement 
and would seem to exonerate a mer- 
chant from any civil liability for re- 
fusing to accept delivery in order to 
effect a compliance with the limita- 
tions of Order L-219. Just what effect 
this provision of Priorities Regula- 
tion No. 1 will have depends upon 
future decisions of the courts. 


Ordering In Advance of 
Allotments Discouraged 


Q. Is there any advantage in plac- 
ing an order with a mill for con- 
trolled materials before an allocation 
is actually received? Is there any 
provision or regulation encouraging 
or prohibiting such a practice? 


The Priorities Quiz 


(Am CONDITIONING & REFRIGERATION News, with the aid of a man who 
is actually engaged in handling much priorities work, will attempt to 
answer questions from readers about priorities problems. The editors 
will not guarantee to answer all questions, nor can they guarantee that 
the answers will be legally perfect, but an effort will be made to provide 
a guide to correct procedure wherever possible.) 


A. Placing orders ahead of receipt 
of allotments is of questionable ad- 
vantage. In fact, the mills claim that 
it leads to confusion and a lot of un- 
necessary paper work. Such an order 
cannot actually be placed in a pro- 
duction schedule and merely takes up 
space until such time as the actual 
confirmation of the allocation is re- 
ceived. 

The War Production Board re- 
cently in Interpretation No. 22 to 
CMP Regulation No. 1 has at- 
tempted to discourage the practice of 
placing orders in advance of actual 
allotments by “suggesting that pur- 
chasers should refrain from placing 
unauthorized orders even if they 
intend to validate the order later.” 


Emergency Material 
Loans Permitted 


Q. Is there any War Production 
Board regulation prohibiting a tem- 
porary loan of centrolled material 
for the purpose of helping out an- 
other manufacturer who cannot get 
delivery in time to meet a particular 
schedule but who could return the 
material after a short period of 
time? 

A. There is no specific provision 
against it, and in fact, in Interpreta- 
tion No. 21 to CMP Regulation 1 
recently issued, temporary loans of 
controlled materials or class A prod- 
ucts have been given the War Pro- 
duction Board’s official “blessing,” 
provided that whenever such a loan 
is made the material will be returned 
when needed—that it will not exceed 
three months’ duration—and pro- 
vided that the loan will not prevent 
fulfillment of the lender’s authorized 
production schedule. The War Pro- 
duction Board also requires that full 
records of the loan transaction must 
be kept by both the lender and the 
borrower. 


Revised P-126 Allows 
Re-rating of Orders 


Q. When P-126 was revised, an 


. AA-2 preference rating was provided 


in the place of AA-4. This had the 
peculiar result of securing for us 
delivery of current orders ahead of 
many much older orders for the same 
material. Is there some way that 
distributors can automatically re- 
rate their old orders with the AA-4 
rating to AA-2 under the new P-126 
authority without the necessity of 
going back to all of their customers 
to secure this re-rating? 

A. Yes. The Administrator of P- 
126, in a recent letter, stated that 
distributors may either cancel old 
orders and re-enter them applying 
the new ratings authorized by the 
revised P-126 or may re-certify the 
new ratings to their old unfilled or- 
ders provided, of course, they come 
within the restrictions of the inven- 
tory limitation which is a 60-day 
supply based upon the current rate of 
operation. 


‘Procuring Claimant 
Agencies’ Defined 


WASHINGTON, D. C.—The term 
“procuring Claimant Agencies” has 
been clarified by an interpretation 
announced by the War Production 
Board recently. 

The procuring Claimant Agencies 
are: (1) War Department (including 
ordnance), (2) Navy Department, 
(3) Maritime Commission, (4) Air- 
craft Resources Control Office and 
(5) the Office of Lend-Lease Admin- 
istration. 

In some instances, the treatment 
of orders by such Claimant Agencies 
differs slightly from that in the case 
of other Claimant Agencies. The 
term is used in Direction No. 3 to 
CMP Regulation No. 3, which points 
out that all procuring Claimant 
Agencies must place allotment num- 
bers on their orders. 

This clarification, contained in 
Interpretation No. 20 to CMP Regu- 
lation No. 1, points out that other 
than those Claimant Agencies ap- 
pearing above are sometimes referred 
to as non-procuring Claimant Agen- 
cies. 


Court Backs Suspension 
Of Gas Dealer by OPA 


WASHINGTON, D. C.—A decision 
by Federal Judge Archibald Lovett 
of Georgia upholding the authority 
of the Office of Price Administration 
to forbid persons from dealing in 
rationed commodities as a result of 
violations of rationing regulations 
was hauled down Nov. 16. 

The decision involved a suit filed 
by E. E. Perkins, a Savannah retail 
gasoline dealer. Perkins sought to 
enjoin the enforcement of a _ sus- 
pension order issued by OPA where- 
by the defendant, for violations of the 
gasoline rationing regulations, had 
been suspended for dealing in gaso- 
line for a period of 90 days. 

The suspension order had been 
affirmed by the Hearing Admin- 
istrator of OPA, and Perkins sought 
to have the order set aside on the 
ground that OPA is without authority 
to issue such an order. 

Judge Lovett ruled that OPA does 
have the authority, under the Second 
War Powers Act, to issue such sus- 
pension orders and dismissed Perkins’ 
complaint. 

The opinion of Judge Lovett said 
in part: 

“The Hearing Commissioner and 
Hearing Administrator have not pre- 
sumed to act as judges in the sense 
of the Constitution but have con- 
ducted themselves as delegates of the 
Administrator in determining whether 
an allocation away from a violator 
on the conditions imposed upon 


— 


dealers in a war-scarce commodity is 
necessary or appropriate in the pub- 
lic interest and to promote _ the 
national defense. 

“The Administrator has delegated 
to officers, divorced, as I understand 
it, from the customary enforcement 
functions of his agency, his duty to 
withdraw allocations from persons 
who have shown themselves to be 
irresponsible or untrustworthy. With- 
drawal may be temporary (as here) 
or permanent, at least for the dura- 
tion of the war emergency. 

“He has likewise set up an ad- 
ministrative procedure to accord a 
full and fair hearing for persons 
charged with violations of the con- 
ditions of their eligibility to continue 
dealing in rationed goods. This he 
has done as that an equitable sys- 
tem of allocation shall not work 
inequitably as to a particular indi- 
vidual. 

“In the exercise of this function 
there is no exercise of the ‘judicial’ 
power of the United States. This 
court has the same right to review 
the determination of the Admin- 
istrator to ascertain whether the 
same is supported by substantial evi- 
dence as it has to review the orders 
of peacetime administrative agencies. 
I cannot regard the action by the 
Administrator as a forbidden exer- 
cise of the judicial power.” 


Detroit A.S.R.E. Delays Meeting 


DETROIT—December meeting of 
the Detroit Section, American So- 
ciety of Refrigerating Engineers has 
been postponed from Dec. 6 to Mon- 
day, Dec. 13. 


HASCO Keéc4- PARTS 


Guaranteed Equal to or Better than New 


@ Immediate shipment on any one of 
225 parts, in every respect good as 
new or better. That’s HASCO service, 
saving time and money for you and 


your customer! New material supplied 
where necessary is precision madé, all 
items complete ready to install, pack- 
aged, labeled with factory partnumber. 


Hn fos Seas ote HASCO, INC. 


Water Coolers— 


Humi-Temp Forced Convection Units—Patented 
CROSS-FIN-COILS—Bare Tube Coils—Zinc Fused 
Steel Plate Coils—Disseminator Pans—Heat Ex- 


changers—Evaporative C 


Pak Regie — 


©STANGARD | PRIME NE SURFACE | 


* FOR Locker Plants, Sharp. 
Freezing, ice Cream Cabinets, Hardening 
Rooms, Soda Fountains, Storage Rooms, Milk 


—\ Coolers, Liquid Cooling, Food “Coonters and 


other similar uses. 


ities for continuing profits 
and post-war prosperity. Tie 


up with Tyler for the 


_ swing! TYLER FIXTURE COR. 


PORATION, MRER A 


Check WITH YOUR JOBBER 


If you are in doubt as to the available 
Ranco Controls check with your jobber. 
You'll find a Ranco replacement for prac- 
tically all controls ... if not an exact 
replacement, you’ll find one that is easily 
adaptable. 

Ranco Controls are precision instruments, 
sturdily made and accurate in operation. 
Ranco Controls are noted for their beauty 
of design as well as for their tested de- 


pendability. 
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Beer Dispensing 
Equipment with a 
National reputation for 


Quality and Performance. 
La Crosse Novelty Box Mfg. Co. 


LA CROSSE, WISCONSIN 


BRASS and 
COPPER 
TUBING 


PENN Brass a Corpren Co. 


ERIE, PENNA. 


MUELLER BRASS CO. 


Port Huron, Mich. 
TRIPLE SEAL DIAPHRAGM 


VALVE 
Longer Diaphragm Life 


nana UHR ou 
UNIVERSAL COOLER CORPO 


AMR 


RATION 
1922 


PHOTOGRAPHIC PROCESSING EQUIPMENT 
Controlled Temperature Film and Print Develop- 


TEMPRITE PRODUCTS CORPORATION 


41 Piquette Avenue Detroit, Michigan 


Automatic Control Valoes 
and Fiegulatns 


2100 indiana Ave., Chicago, tt. 


MIDWEST 


Household 
and Commercial 
Refrigerator Cabinets 


Now Making 
VITAL War Products 
for Army and Navy 


Gaececseaun 


ae oe a 


-—Over 400,000— 


MASTER Food Conservators In Use 
Investigate the NEW 
FOOD CONSERVATOR 
Sold thru ine, and insulation 
distributors. rite for particulars. 


Master Manufacturing Cerp. 
121 Main St. Sieux City, Iowa 


Gauges .. . Dial Thermometers 
Recorders . . . Valve Specialties. 


JAS. P. MARSH CORPORATION 
2067 Southport Ave., Chicago, Ill. 


im CURTIS mmm 


REFRICERATION 


Ale CONDITIONING 
owe COMMERCIAL 


Curtis Refrigerating Machine Division 


of Curtis Manufacturing Company 
1912 Kienlen Ave. St. Louis, Mo. 


FINNED TUBE 
PRODUCTS 


WARTFOR EG, 


COWN. 


Use CHICAGO SEALS 


for seal replacements 


BUNDYATUBING 


a 


BUNDY TUBING CO., DETROIT 


For 
Maximum 
Evaporator 
Efficiency 


ST. LOUIS, MO. 


ALCO VALVE CO. 


DRYERS 


THAT BEAR 
THIS LABEL 


More Civilian Goods Will Be Made, But 
Don’t Expect Much Soon, Govt. Warns 


(Concluded from Page 1, Column 2) 
of 260,000 tons, will be available for 
civilian goods production in the first 
quarter of 1944, Mr. Whiteside 
announced, but he warned optimists 
that facilities and manpower will 
probably not become available until 
the second quarter to transform this 
material into actual products. 

Any attempt to measure civilian 
demands on the nation’s economy in 
terms of allocations of steel made for 
product purposes is useless, accord- 
ing to Mr. Whiteside. While sheet 
and rolled steel continues scarce, 
more than 2,000,000 tons a quarter 
have gone to meet civilian needs in 
one form or another, he said. 

Since the next year’s allocation is 
carried in some “complicated” form 
of bookkeeping, the steel would not 
be wasted in the event facilities are 
not available for making civilian 
products immediately, Mr. Whiteside 
stated. 

Just how the OCR expects to dis- 
tribute necessary items throughout 
the country has been worked out in a 
plan known as the “Declaration of 
Principles,” according to Mr. White- 
side. Under the plan the OCR pro- 
poses to give preferences to the 
following products: 

1. Goods and services required by 
the largest part of the population, 
particularly products in the low 
price lines. 

2. Repair parts. 

8. Goods and services that will 
conserve labor in essential occupa- 
tions. 

4. Goods of improved quality where 
substitutes have been in use. 

5. Goods and services which use 
materials becoming less scarce. 

6. Goods which require relatively 
small quantities of scarce materials. 

7. Goods that are likely to be re- 
quired in considerable quanfities for 
exports to liberated countries. 

One of the most difficult problems 
facing the OCR, declared Mr. White- 
side, is the basis on which to make 
allocations of raw materials to manu- 
facturers. A program to secure 
equitable material distribution dur- 
ing reconversion is now being worked 


out with Bernard Baruch, adviser to 
the Office of War Mobilization, Mr. 
Whiteside said. 

The end of the war in Europe will 
not be “the signal for a sudden un- 
limited output of civilian goods, 
either of the durable type or in the 
soft goods lines,” Henry Dinegar told 
a recent meeting of the Association 
of National Advertisers here. 

The OCR is basing its planning on 
a long war, he said. Metal require- 
ments of the armed forces will recede 
to some extent with the defeat of 
Germany, he admitted, but neverthe- 
less these requirements will have to 
be kept “at a fairly substantial level” 
until the end of the war with Japan. 


“The assumption is often made 
that the difference between the 
present material requirements of the 
armed services and their reduced 
requirements for the war with Japan 
will be completely available for the 
production of such consumer durable 
goods as automobiles, refrigerators, 
washing machines, and vacuum 
cleaners. With this assumption I 
must take strong issue,’ stated Mr. 
Dinegar. 

“We in the OCR expect, of course, 
to be able to provide larger stocks 
of such products in case of such an 
eventuality, but by that we do not 
mean that unlimited quantities of 
these goods will become available,” 
he said. 


“Tremendous quantities must be 
used to rebuild and re-equip our rail- 
roads, material must be found to 
build large quantities of farm equip- 
ment and food processing machinery, 
and to replace the worn pieces of 
equipment in American industrial 
plants. Additional quantities of ma- 
chinery, railroad rolling stock, and 
other metal-using goods will be re- 
quired for the rehabilitation of the 
occupied countries,” he declared. 


The advertisers were asked by Mr. © 
Dinegar to help prepare the public | 


for the “critical period just ahead of 


us when many products will be going | 


back into limited production,” but 
there won’t be nearly enough to go 
around. 


5 Million Salesmen 
Seen After War 


NEW YORK CITY—Salesmanship 
will offer a field of employment for 
5,000,000 persons after the war, or 
enough to absorb one-half of the 
men who will be released from the 
armed forces, it was predicted by 
Lee J. McCanne, secretary and 
assistant general manager of Strom- 
berg-Carlson Co., in an address be- 
fore the Sales Executives Club of 
New York. 


He declared that war veterans 
“will make splendid salesmen if they 
can be induced to try the profession 
of selling and are given a proper 
start.” 


Estimating that 8,000,000 of the 
43,000,000 civilian jobs in 1940 were 
sales jobs, in part at least, McCanne 
said this figure has been reduced to 
less than 3,000,000 today. It will be 
necessary to restore selling forces to 
their full prewar status, he said, 
adding that, if the aim of the Com- 
mittee for Economic Development of 
9,000,000 extra jobs over 1940 is to 
be accomplished, industry must take 
on at least 2,000,000 additional sales- 
men. 


The “big customer” taking 60% of 
output today will be replaced after 
the war by millions of little custom- 
ers, he said, and the slogan “Produce 
for Victory” will be replaced by “Sell 
for Prosperity.” 


Inclined to question whether people 
will rush to cash in their war bonds 
to buy merchandise after the ending 
of hostilities, McCanne pointed out 
that they are only potential custom- 
ers until they are asked to buy by a 
salesman. 


Emphasizing that training of sales- 
men was vital, he outlined training 
experiments being conducted at 
Rochester, N. Y., under auspices of 
the Sales Managers Club of that city, 
the Mechanics Institute, the Small 
Industries Committee of the CED 
and the sales managers of leading 
industrial firms there. He added that 
the National Federation of Sales 
Executives had become greatly inter- 
ested in the work and might extend 
it to national scope. 

To make selling most effective in 
the postwar period, four major 
principles were outlined by McCanne 


as follows: 


1. Selling should be made a pro- 
fession, comparable to that of an 
architect, purchasing agent or traffic 
manager. 


2. There should be a stop to over- 
selling of radical “dream models.’ 
On this score he asserted “it is go- 
ing to be hard enough to sell what- 
ever we can produce after the war 
without butting the salesman’s head 
against unnecessary sales resistance.” 


3. There should be upgrading of 
salesmen to higher-income brackets. 


4. The cost of distribution should 
be cut by increasing the man-hour 
production of salesmen in line with 
the increase which has taken place 
in production. 


J. C. Lewis Named Field 
Man by Drayer & Hanson 


LOS ANGELES—Appointment of 
J. C. Lewis as field representative 
for the states of Arkansas, Louisiana, 
Texas and Oklahoma has just been 
announced by Drayer & Hanson, 
Inc., manufacturers of heat exchange 
equipment here. 

Mr. Lewis, who has been employed 
in the sales and engineering depart- 
ments at Los Angeles, will maintain 
his headquarters for the new terri- 
tory in Austin. 


The appointment comes as a part 
of a general expansion program of 
the company, whose products are 
designed for refrigeration, air con- 
ditioning, and _ general industrial 
application. 


Wage Formula Won’t Cover 
Commission Increases 


WASHINGTON, D. C. — Requests 
for wage increases for employes who 
are paid on a commission basis will 
be handled as individual cases by the 
War Labor Board and each case will 
be decided on its merits. 


This statement by the WLB was 
made in connection with the an- 
nouncement that the “Little Steel 
Formula” for wage increases could 
not be applied to those who are paid 
on a commission basis, because there 
are so many different methods of 
determining compensation. 


Logan Succeeds Wyllie 
As War Council Head 


(Concluded from Page 1, Column 2) 
mittee of four consisting of Mr. 
Wyllie, as chairman, Mr. Aubrey, Mr. 
Plesskott, and Mr. Spalding, to meet 
with Mr. Kromer to lay out the 
plans for the securing of funds to 
administer the training course pro- 
grom with government cooperation 
so that trainees might be secured in 
strategic centers where there is a 
shortage of refrigeration servicemen. 


The Council also turned some at- 
tention to the subject of postwar 
planning, and announced that at its 
next meeting, which will be held Dec. 
10 in Philadelphia, this subject 
would be discussed. 


Army School Instruction 
Tops Half-Million Hours 


BLOOMINGTON, Ill.—More than a 
half-million student instruction hours 
have been delivered to Army students 
by the refrigeration school conducted 
here by Commercial Trades Institute 
since the school was opened in Jan- 
uary of this year, reports R. C. 
Anderson, manager, who says that 
graduates are now stationed in many 
parts of the world. 


Don Wetherbee Is Officer 


In Quartermaster Division 


WASHINGTON, D. C.—Capt. Don 
Wetherbee, formerly head of the re- 
frigeration and air conditioning de- 
partment of Commonwealth Edison 
Co. in Chicago, is now in the office 
of the Quartermaster General, Mili- 
tary Planning Division, here. Capt. 
Wetherbee is responsible for design- 
ing low temperature equipment and 
preparing specifications for prefabri- 
cated walk-in coolers. 


——— 


mpany 


401 W. TOWN STREET COLUMBUS, OHIO 


VACUUM PLATE 
COOLING & FREEZING UNITS 


HEAT TRANSFER EQUIPMENT 


ARLO 


COIL COMPANY 


NEER FLUID DEHYDRAN 


otents < 


DE CHEMICALS Co. 


ully Protecte Y 


195 VERONA AVE. NEWARK, N. J. 


Different models avail- 
able for the various 
requirements of gov- 
ernment agencies and 
war production plants. 


PURO FILTER CORP. 
440 Lafayette St., New York 


LARGE SELECTION of PRIORITY and NON PRIORITY ITEMS 


DISPLAY CASES, REACH-INS, WALK-INS, DOUGH RETARDERS, BOTTLE COOLERS, 
VEGETABLE CASES, BEER EQUIPMENT. 
MANUFACTURERS OF ALL TYPES OF COMMERCIAL EQUIPMENT 
INQUIRE TODAY! DEPT 102 
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Complete stocks of genuine Mayflower 
Full line of air 


parts are now available. 


and water-cooled condensing units is 
also available to meet your priority re- 
quirements. 
or from the manufacturer. 
genuine Mayflower parts. 
Jobber inquiries invited. 
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Order from your jobber 
Insist on 


- MAYFLOWER » 


13 S. Sth St. | 
_. Richmond, Ind.. 
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CARTRIDGE DEHYDRATOR 


FILLED WITH SILICA GEL OR ACTIVATED ALUMINA os 


With Side Outlet and Dispersion Tube 


This exceptional design permits easy removal and 
replacement of cartridge without loosening end put 
connections. Dispersion tube for increasing dry- = 
ing efficiency and minimizing pressure drop is 
incorporated as integral part of refill cartridge- 


Ask your jobber for it. a 
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veloping Tanks. High Speed Film and Print a 
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y Photographic Processing Sinks. ' 
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Subscription Order 


- Please enter my subscription to Air Conditioning & Refrigeration News 


for one year. 


[] $4 enclosed. [] Bill me. [] Send free sample only. 


REFRIGERATION S 


5229 Cass Avenue Detroit 2, Michigan 


RE HIGRAATION <coe NE 


5229 Cass Ave. Detroit 2, Mich. 
Copyright, 1943, by Business News Publishing Co. 
Trade Mark Registered U. S. Patent Office 


October 3, 1936 
office at Detroi 
the Act of 


New 


Tetroit Public Library, 


Tooiward & Kirby Aves., 
Ni, Be Ste... 


Detroit, Mich. (2) 
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